period of time he estimated that hundreds of names have been referred
to Mine Services from the UKW District Panel, and on many occasions the
Panel has been exhausted for particular job classifications.  By
"referred back" he means individuals referred back during the first 30-days
of their probationary work period.  Anyone accused of misconduct, drinking,
or insubordination would be discharged, rather than referred back to the
Panel (Tr. 23-24).

Henry E. Bates testified that he has worked for the Mine Services
Division of Drummond Coal Company since 1976 in construction and engineering.
He confirmed that Mr. Sammons was hired as an ironworker sometime
in August of 1981 and that he worked on the "sample house".  He also
recalled granting Mr. Sammons a half a day off to campaign for a union office,
that he recalled a conversation with Mr. Sammons regarding his interest
in bidding for the job of boom truck operator, and he also recalled Mr. Sammons
commenting about some safety belts which did not fit properly and
Mr. Sammons1 desire to use his own personal belt.  He also recalled granting
him permission to use his own belt, and Mr. Sammons' complaint that the men
on the boom trucks were not qualified.  However, Mr. Bates indicated that
he believed the men were qualified, and so informed Mr. Sammons (Tr. 24-29).

Mr, Bates indicated that Mr. Sammons was one of a crew of men assigned
to work on the sample house sometime during the first two weeks of September.
The sample house was partially constructed at the time and Mr. Bates
visited it on occasion and a new foreman was supervising the job.  The crew
was later moved to work on the refuse bin and a new foreman was assigned to that
job.  He identified a copy of a memorandum concerning a meeting on September 16,
1981, with Mr. Sammons and certain union and company representatives
concerning the progress made on the construction of the refuse bin,
and he Indicated that the memorandum was typed up from notes made, at
that meeting (Exh. R-2; Tr. 30-33).  Mr. Bates indicated that seven men
were hired as connectors, including Mr. Sammons, and after he and Billy
Canada were initially assigned work at the sample house, they were
transferred to do work on the refuse bin during the third week of
September (Tr. 37).  He identified photographs of the sample house and
refuse bin which were under construction (Exhs. C-l through C-3).

Mr. Bates described the work being performed by Mr. Sammons and
Mr, Canada on the refuse bin during the time he observed them from the
ground, and based on his observations of their work he concluded that
they did not know how to use their tools properly in making certain steel
beam connections, that they experienced other difficulties in removing a
choker line.which had been disconnected from a crane and was attached to
one of the beams, and that neither man would climb up the beam to remove
the choker or to make the required connection.  Atlhough he indicated
that he never worked as an ironworker, Mr. Bates stated a prudent ironworker
would be expected to, and would be willing to, climb up the diagonal beam
and make the upper connection.  Atlhough the upper end of the beam in
question was not bolted to the building frame, Mr. Bates indicated
that it was held firmly in place over a "gusset plate in the web of
the column", and the lower end of the beam was securely bolted in place
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